RG104 E-1 Box 142 Oct-Nove 1886 








JOHN A.WILSON, Civil Engineer. 
JOS.M.WILSON, Civil Engmeer & Archt 


A te E gay 
J yf ; ~~ Ly, AL. e Dy November I2th. 1886 


FRED. G.THORN Architect. 


Hon. Daniel. M.Fox 
Dear Sir; 

We herewith return to you old blue prints of base- 
ment and first floor and a photograph of second floor of the Mint, 
showing the various rooms and as they are now used. 

Also blue prints of the same floors,an additional story, and 
sundry additions in basement showing the proposed alterations and re- 
distribution of space. These drawings are as follows: - 

I14718-Basement Plan 

I4719-First Floor Plan 

14720-Gecond ,, 4 

I4721-Third ,, “9 

14722-Klevations on Chestnut and Juniper streets. 

14723-Sections and Elevation on South Penn Square. 

14741 -Sections of Engine Room & of Boiler House & flue. 

Respy. Yours, 
Wh pltrn Jho-T ta 


po Sarre ce 


NARA RG104, Entry 1, Box 142 


Wilson Brothers & Co. 

Civil Engineers and Architects, 
Philadelphia, Pa. 

November 12, 1886 


Hon. Daniel M. Fox 
Supt. U.S. Mint, Philada. 


Dear Sir: 


We herewith return to you old blue prints of basement and first floor and a photograph of 
second floor of the Mint, showing the various rooms and as they are now used. 


Also blue prints of the same floors, an additional story, and sundry additions in basement 
showing the proposed alterations and redistribution of space. These drawings are as follows: - 


14718 — Basement Plan 

14719 — First Floor Plan 

14720 — Second “ : 

14721 — Third “ a 

14722 — Elevations on Chestnut and Juniper streets. 

14723 — Sections and Elevation on South Penn Square. 
14741 — Sections of Engine Room & of Boiler House & flue. 


Respy. Yours, 
Wilson Bro. & Co. 
p. Darrach 


